Summer 1969 
(Issue 24 - 30/06/1969) 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Cooper T 
Chief Eng Officer Douglas G.A.C 





Chief Officer Anderson K 2nd Eng Officer Mcdonald J.A 
2nd Officer Meredith M.T 3rd Eng Officer Turner K.W 
3rd Officer Brown J.A 4th Eng Officer Stroud J 

Radio Officer Bateman R.D 5th Eng Officer Rothwell M.W 

Purser Ashley E 6th Eng Officer Hampson A 
7th Eng Officer Billington S.A 
Electrical Officer Young |.D 


Carpenter Walker J.R 
Serang (Deck) Samad A 
Serang (Engine) Chakraborty S.K 
Storekeeper Allum S.M.Z 


Coventry City 
General Cargo - 10,720 d.w.t. 


Captain Butterworth J.J 
Chief Eng Officer Marsh N 


Chief Officer Taylor J.R 2nd Eng Officer Fairbrother W.J 
2nd Officer Birkett R 3rd Eng Officer Bowden R 
Uncert Officer Gooding J.E 4th Eng Officer Strasdin A 
3rd Officer Dye D.M 5th Eng Officer Leather G.A 
Radio Officer Jones H Electrical Officer Ritchie R 
2nd Radio Officer Stamford-Burrows C.J 
Purser Cowen G.G 


Bosun Symons E 
Carpenter Chivers J 
2nd Steward Scarfe-Cody M 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Weir R 
Chief Eng Officer Collins R.H 








Chief Officer Egan J.F 2nd Eng Officer King H.M 
2nd Officer Hunter M.J 3rd Eng Officer Ardern D.H 
3rd Officer Howland P 4th Eng Officer Stanley P.F 
Deck Cadet Stepein R 5th Eng Officer Somerville J 
Deck Cadet Tacey P 6th Eng Officer Mottershead B 
Deck Cadet Morris R.A Electrical Officer Wilson L 

Radio Officer Waller R.A 

Purser Morrow J 

Carpenter Hibberd T 
Serang (Deck) Hassib A 

Serang (Engine) Ghosh N.R 

Storekeeper Mohammad N 

Gloucestershire 

General Cargo - 10,515 d.w.t. 

Captain Fitch N.F 
Chief Eng Officer Shackleton J.H 

Chief Officer Donhellan M.T 2nd Eng Officer Hearn J.H 
2nd Officer Paulusz H 3rd Eng Officer Swift J 
3rd Officer Baker R.R 4th Eng Officer Diaz A.H.N 

Ext 3rd Officer Thomas D.H 5th Eng Officer Perera N.D.T.Y 
Deck Cadet Dass C.M 6th Eng Officer Greenhalgh K 
Deck Cadet Paulusz C 7th Eng Officer Davidson G 
Deck Cadet Nyunt M.T Electrical Officer Martyn D 

Radio Officer Cottier J.C 
Purser Heaviside J.D 


Assistant Purser 


Murphy W 
Carpenter Preston A.G 
Serang (Deck) Azam M 
Serang (Engine) Ganguly S.G 
Storekeeper Rouf A 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Mills M.C 
Chief Eng Officer Peat R 





Chief Officer Dyer S.R 2nd Eng Officer Turner T.A 
2nd Officer Scott H.A 3rd Eng Officer Mathieson D.R 
3rd Officer Creamer D.J 4th Eng Officer Merrifield T.M 
Deck Cadet Hodgson R.B 5th Eng Officer Ratcliffe A.T 
Deck Cadet McMahon M.T.P 6th Eng Officer Ratnayake S 
Radio Officer Mallett A.E 7th Eng Officer Streeter C.R 
Purser Kimberley D 8th Eng Officer Steed P.M 
Assistant Purser Martin H.H Electrical Officer Roberts J.G 


2nd Elect Officer Jelly J 
Carpenter Hughes (ch) P 
Serang (Deck) EhiahM 
Serang (Engine) Bhattacharjee M 
Storekeeper Hossain M 





Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Brown L.G 





Chief Officer Philip B.P 2nd Eng Officer Durward K 
2nd Officer Dove J 3rd Eng Officer Lambert P.W 
3rd Officer Morris T.N 4th Eng Officer Mullaly A.E 
Deck Cadet Buckley P 5th Eng Officer Taylor G 
Deck Cadet Williams P.G 6th Eng Officer Douglas P.F 


Electrical Officer Heaton A 
Carpenter Blakely W.A 
Serang (Deck) Gupta S.D 
Serang (Engine) Dass A.M 





Chief Officer Gavin J.S 


2nd Officer Braddock A.N.L 


3rd Officer Gibson S.H 
Radio Officer Phillips T.H 
Purser Oates J.W 


2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Pyle H.W 
Chief Eng Officer Tennet G 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 


Carpenter Finlayson J 
Serang (Deck) Mukherjee K.R 


Storekeeper 


Shropshire 


Ibrahim M 


Cargo Liner - 12,060 d.w.t. 


Kumarasinghe K.R 


Hansen K.A 
Magner J.R.P.V 
Daniels R.J 
Miley D 





Clark | 
Barnes D.A 
Nixon P 

Fry P 

Inman J.R 
Barker C.J 
Ellerton C.L.F 


Captain Waldie J.W 
Chief Eng Officer Willoughby R.S 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Electrical Officer 
2nd Elect Officer 


Serang (Deck) Haque K.M 
Serang (Engine) Chowdhury R.K 


Storekeeper 


Idris M 








Twamley D.G 
Blower J.W 
Rogers P.S 
Murray G.K 
Marshall P 
Brotherston C.W 
McFarlane C.H 


Staffordshire ITI 
General Cargo - 10,515 d.w.t. 


Captain Sheldrake L.H 
Chief Eng Officer Shears J.D 





Chief Officer Routledge J.D 2nd Eng Officer Ellis J.W 
2nd Officer Weinman L.P 3rd Eng Officer Thompson R.J 
3rd Officer Kendrick R.F.A 4th Eng Officer Jones T.J 
Deck Cadet Carmichael |.D 5th Eng Officer Oates J 
Deck Cadet Moore A.M 6th Eng Officer Mather D.G 


7th Eng Officer Atlkinson S 
Electrical Officer McAteer G 
Carpenter Miller A.J 
Serang (Deck) Rahman F 
Serang (Engine) Mitra S.K 


Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Hine D 
Chief Eng Officer Holland D 





Chief Officer Owen H.R 2nd Eng Officer Gallagher W 
2nd Officer Brown D.M 3rd Eng Officer Johnston J.M 
Uncert Officer Folley W.D 4th Eng Officer Fines | 
Ext 2nd Officer Appleton J.K 5th Eng Officer Gibson F 
Radio Officer Ranson J.W Electrical Officer Harding D 
Purser Willis F.J 2nd Elect Officer Full G 


Bosun Green W 
Carpenter Pestell B 
2nd Steward Clarke T 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Moore A.R 
Chief Eng Officer Robertson A 





Chief Officer Horn M.J 2nd Eng Officer Meiklejohn A 
2nd Officer Taylor R.| 3rd Eng Officer Taylor R 
3rd Officer Williams J.H 4th Eng Officer Douglas A 
Deck Cadet Farrimond M.J 5th Eng Officer Lane T.M.J 
Deck Cadet Hill R.! 6th Eng Officer Steinson T.J 
Deck Cadet Allen D.J.V Electrical Officer Sutherland K 
Radio Officer Stenton S.W.A 
Purser Kays W.H 


Carpenter Williams H 
Serang (Deck) Bepari P 
Serang (Engine) Chandra Das R 
Storekeeper Hussain T 





Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 


Captain Pierce E.A.A 
Chief Eng Officer Ashcroft T.S 


Chief Officer Carlise H.E 2nd Eng Officer Cowley J.A.R 
2nd Officer Reeves M.M 3rd Eng Officer Craig C.G 
3rd Officer McMullan J 4th Eng Officer Hartharn P.J 

Radio Officer Hopwood W.S 5th Eng Officer Turner W.G 

Purser Traynor J.A 6th Eng Officer Morgan J.D 
7th Eng Officer Lewis D.S 

Engineer Cadet Penny D.N 

Electrical Officer Woodfine J 


Bosun Mort J 


Carpenter Webster A 
2nd Steward Stevens M 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain McLeod R.F 
Chief Eng Officer Findlay A 





Chief Officer Hughes T Ext Chief Eng Officer Crook W 
2nd Officer Coventry P.H.S 2nd Eng Officer Plunkett R 
Ext 2nd Officer Hursey W.A 3rd Eng Officer Edgington J.S 
Radio Officer Owen R.J Ext 3rd Eng Officer Stronge R.R 
Purser Rose J.(p) 5th Eng Officer Rooks B 


Electrical Officer Bailey P 
Bosun White M 
2nd Steward Davies A 





Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Swift K.G.P 
Chief Eng Officer Henderson J 





Chief Officer Lightfoot A.F 2nd Eng Officer McConnell J 
2nd Officer Shefford P.W 3rd Eng Officer Cawley D.E 
3rd Officer Bytheway P.S 4th Eng Officer Grosvenor N 
Deck Cadet Morgan K.B 5th Eng Officer Webster A.D 
Deck Cadet Wood B.A 6th Eng Officer Howland S.W 

Radio Officer Ferry W.J Engineer Cadet Ephgrave R.E 

Purser Whitefoot-Greenland T. Electrical Officer Hedley W.R.H 


Carpenter Nicholas D.F 
Serang (Deck) Meah O 
Serang (Engine) MitraS 
Storekeeper Rahman M 








Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


Yorkshire III 
General Cargo - 12,040 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Millington G 


Bath A.L 2nd Eng Officer 
Woodham R.M.S 3rd Eng Officer 
Malpass N.H 4th Eng Officer 
Hodgkinson J.H 5th Eng Officer 
Kunze A.R 6th Eng Officer 


Laycock H.M 
McKay K 
Grey R.W 
Serang (Deck) Dhar A.C 
Serang (Engine) Paul K.C 
Storekeeper Rakiz G 


Electrical Officer 


McCarthy J.S 
Powell R 
Gilmour D.T 
Wane A 
Deacon T.B 
Ward D.N 


